Message 


From: McGowan, David (SUF) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=DAVID. MCGOWAN] 

Sent: 9/13/2011 8:21:26 PM 

To: Khan, Annie (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Annie.Khan]; 

Corbett, Kate (DPH) [/0=C0M MON WEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett] 
Subject: RE: CW v. TRIAL 


Hey guys this case will NOT be a trial tomorrow. 

The case will be nolle pros'd because the ca~d took responsibility for the drugs. 1 hope this does not inconvenience your 
scheduling. My apologies for the late notice. Please call me with any questions (617) 619-4289. 


Thanks, dave 


From: Driscoll, Denise (SUF) 

Sent: Thursday, September 08, 2011 11:18 AM 

To: TerestreA.bpd@cityofboston.gov; Khan, Annie (DPH); Corbett, Kate (DPH) 
Cc: McGowan, David (SUF) 

Subject: Commonwealth v. 


Attached please find Trial Summons re: above-referenced matter. Sergeant Terestre: Per ADA McGowan, could you 
please see that the other officers summons attached get distributed to them. If you have any questions, please contact 
ADA Dave McGowan at 617-619-4289. 


Denise A. Driscoll 

Suffolk County District Attorney's Office 
One Bulfinch Place-Suite 700 
Boston, Massachusetts 02114 
Telephone: 617-619-4179 
Fax: 617-619-4175 
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